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58* 9 * /or eommmunicate, read communicate* 

85, 15. /*rXLVIH, read LIV, 

ii 8 j 4* from the bottom, for ** and not all** read “ and not at all** 

131, 16 and 17. for (as the millers term it when no Iron is concerned) read (aithe 
millers term it) where no iron is concerned 
162, 6. for Satellites, read Satellite* 

165, 9. /orineptats, read ineptas 

258* 3. from the bottom* /er but, read long 

238, 2* - from the botttom, /or long r , read but 

354, 2* the year 1775, read the year 1776. 

47 51 J 3 * f or credulitity, read credulity 

518, 7. from the bottom, for read . 

3 * ' 200 © 20,000 

S« 9 » 7 - ~fi r 2 33 s > i+'. 'S" 53 '* * 5 " 

520, 4. ^ c by 4th obfervation=9 <5 , 59V ©"—9 0 , 38', 15'* 

5 2 r, 2. for mountains^ mMf* mountains 
522, 2. for correal forth efignal 39'',. ■*•*<*</54" 

530, 5. /w 27,7025* tfnrf 25,7023 

541* 4* above at C. above at B. 

5 45, 11. for correct height in fathom 686,619, read 683,619 

546, 8. for difference of Log. 654,157, read 65 4,109 

547, 11. for (in p. 356), read (in p. 53 2). 

556, 17. for v two, read too 

56©, t. for feet, rend’ grains 

i 3 . ^.13358,5, W 13538,3. 

562, 12.. y&r barometer, read manometer 


568, 5 % from the bottom*^/* T — S X L— e —cerS—*, read 


T—Sxfc.- 


■ — S —w. 


369, 19. dele the femicolon after quantity, and infert it after infiance 

578, 3. from the bottom, for the attached Therm, read the two attached Therm. 

583, 2. read, fee p. 974 and 36; 

in the; column for 25 inches, and again It 21 for 35,2, read 53,1 
586, 3. add\ fee p. 568 and 569 

In the 4th col. of the table at the top* for *6,10, read 15,10* 
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587, in the td col. againfi 19,90, for 12337,0, read i 2377,8 

30,70, for 11350,0, read 11350,8 

588, 30,40, for 1236,6, read j 336,6 
in the laft col. for 81,0, reW8i,8. 

590, 2. for uppermoft, read approximate 

In plate XI. Ill col. of the table of the and fides of the A* for End of the bafi 1. 

read End, of the bafe t 1. 2. 

In the fmall fcale of feet at the fide of the fe&ion of the mountains, for 1500, read 
15000 feet. 

608, 3. for July, nWAuguft 

628, 4. from the bottom for 159, read 131 

642, 13, for pifions were, read pillon was 

65 8, 10. for plate XVI. read plate XV. 

662, 5. for plate XVII. read plate XVI# 

683, 15. after inverfe, infert ratio, 

685, 5. a point after unaltered. And for but that in, read But in* 

705, Tab. IV. 9th experiment, column 132 0 to 152 for 9,14350, rW 9,14550 

736, At the end of the note, for Barometer, read Barometers 

VI* 1 7 74 -. December 10, weight of quickfilver to air, for 11445, read 10445. 

781, 13th Station, obferved fuperior barometer, for 25,691, read 25,961 
785, 3d Obfervation at Belmont Caftle, inferior equated barometer,/** 29, 64 
read 29,664 

819, 7. for were the fiiort, read were Ihort 

Hu, 5. for 15 read 16* 



